Metrobus Service 
for 


THE 
GEORGE WASHINGTON 
UNIVERSITY 


IT MAKES SENSE! 


Metrobus INFORMATION 637-2437 


IF YOUR DESTINATION IS: 


White House 
Smithsonian Institution 


National Gallery of Art 
Botanical Gardens 
United States Capitol 
Library of Congress 
Anacostia 


Executive Office Building 

Corcoran Gallery 

White House 

F Street Shopping Mall 

Greyhound & Trailways Depots 

Union Station 

Shrine of the Immaculate Conception 

Catholic University 

Mount Rainier (transfer to Line 82 on 
North Capitol Street & Florida Avenue) 

University of Maryland (transfer to Line 
82 on North Capitol Street & Florida 
Avenue) 


Watergate 

Kennedy Center 

Lincoln Memorial 

Arlington Cemetary (transfer to Line 
7 on Constitution Avenue) 


Wisconsin Avenue (transfer to Line 
G-2 at Wisconsin Avenue & P Street 
for Howard University) 

Washington Cathedral (transfer to Line 
N-2 or N-4 for American University 
and Glen Echo) 

Tenley Circle (Sears & Roebuck) 

Friendship Heights (Woodies, Lord & 
Taylor) 

Friendship Heights (transfer to Line 
T-4 or T-6 to Rockville, NIH, 
Congressional Plaza and Montgomery 
College) 


TAKE: 


From Pennsylvania Avenue 
(East) 
Use Lines 30, 32, 34 or 36 


From 21st & F Streets (East) 
Use Line 81 


From 21st & G Streets (West) 
Use Line 81 


From 21st & Р Streets (West) 
Use Lines 30, 32, 34 or 36 


IF YOUR DESTINATION IS: 


Rosslyn 


From Rosslyn to Pentagon 

From Rosslyn to Crystal City 

From Rosslyn to National Airport 

From Rosslyn to Seven Corners 

From Rosslyn to Tysons Corner 

From Rosslyn to Arlington Boulevard 
or Fort Meyer 

From Rosslyn to Washington Boulevard, 
Arlington Hospital or Clarendon 

From Rosslyn to Washington Boulevard, 


National Geographic Society 
Carter Baron Amphitheater 
Military Road 

Walter Reed Army Hospital 
Silver Spring 


Dupont Circle 
Washington Hilton Hotel 
Mount Pleasant 
Veterans Administration Hospital 
Catholic University 
Hyattsville 

Prince George's Plaza 
Adelphi 

University of Maryland 
Beltsville 

Calverton 


State Department 
Kennedy Center 


TAKE: 


Use any 1, 2,3,4, 5, or 20-K Line 
from Washington Circle to 
Rosslyn 

Transfer to Line 25-A or 25-B 

Transfer to Line 25-A or 25-8 

Transfer to Line 25-A 

Transfer to any 1 Line 

Transfer to Line 3-S or 3-T 

Transfer to any 4 or 20-K Line 


Transfer to Line 2 
Transfer to Line 1 


From 20th & K Streets (North) 
Use Line L-4 ог L6 


From 21st & F Streets (East) 
Use Line 81 to 13th & H Streets, 
transfer to Line S-2 or S4 


From 18th & G Streets (North) 
Use Line R-2 


From 19th & G Streets (South) 
Use Line R-2 


TO GET TO THE UNIVERSITY 
FROM VARIOUS POINTS 


IF YOU ARE 
COMING FROM: 


CAPITAL PLAZA 


BETHESDA 


WHEATON 


RIVER ROAD 


SILVER SPRING 


HYATTSVILLE 


CATHOLIC UNIVERSITY 
GEORGETOWN UNIVERSITY 


ARLINGTON, VIRGINIA 


ALEXANDRIA, VIRGINIA 


UNION STATION 


SEVEN CORNERS, 
VIRGINIA 


FALLS CHURCH, VIRGINIA 


TAKE: 


Line T—12, T—14 or T-16 to 
Farragut Square (South) 


Line T—4 or T—6 to Friendship 
Heights, transfer to Line 30, 32, 
34 or 36 (South) 


Line L—4 (Connecticut Avenue) 
to 21st & K Streets 


Line T—2 to 21st & K Streets 
Line S—2 or S—4 (16th Street) 
to 11th & H Streets, transfer 
to Line 81 

Lines E—4, Е-б or 6—4 to 
Lafayette Square, transfer to 
Lines 30, 32, 34 or 36 

Line 81 or R-2 

Lines 30, 32, 34 or 36 


Any Line 1, 2, 3, 4 or 20-K 
to 21st & K Streets 


Lines 17, 18, 29 or 6 to 
Farragut Square 


Any Line 2 


Any 1,4, 20--К, 20—L or 20-$ 
Line 


Any 1—F, 2 or 3 Line 


HAVE EXACT FARE READY 
BASIC ADULT FARE 15 40 CENTS 


TRANSFER INFORMATION 
Convenient transfers are available from all bus operators. For 
specific route and fare information, call 637-2437. 
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